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SUB J : SECURITY - CONSULATE GENERAL MELBOURNE 
REF: STATE 210312 AND STATE 221301 

1. REGIN AL SECURITY OFFICER, ADMIN COUNSELOR AND REGIONAL 
SECURITY SUPERVISOR KNAUF HAVE REVIEWED THE PLANS SUBMITTED 
TO DEPARTMENT (EA/EX, O/SY) AS ATTACHMENTS TO COPIES OF 
AMCONGEN MELBOUNE'S OM OF SEPTEMBER 2, 1975 BEARING SUBJECT: 
"ADMINISTRATION: ADDITIONAL OFFICE SPACE USAGE" (ORIGINAL 
ADDRESSED TO AMEMB CANBERRA). 

2. THEIR BASIC RECOMMENDATION IS THAT THE EIGHTH FLOOR ELE- 
VATOR LOBBY SHOULD BE MADE A CONTROLLED SCREENING AREA. 

3. TO OBTAIN THE OBJECTIVE SET FORTH IN PARA 2 ABOVE, THEY 
PROPOSE THAT: 

(A) ONLY ONE ELEVATOR BE PERMITTED TO SERIVCE THE 
CONSULATE GENERAL; 

(B) RECEPTIONIST BE RETAINED IN THE SAME GENERAL POSITION 
AS AT PRESENT BUT BEHIND THE EXISTING WALL WHICH WILT. 

HAVE A BULLET RESISTANT GLASS WINDOW INSTALLED. ALARM 
AND LOCK-RELEASING DEVICES WILL ALSO BE INSTALLED 

AT THIS DESK. 

(C) MASONRY WALLS, AT LEAST 8 INCHES THICK, BE 
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CONSTRUCTED AT THE ENDS OF THE ELEVATOR BANK. 
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ELECTRIC RELEASE SOLID-CORE WOOD DOORS REINFORCED 
WITH 1/4 INCH MILD STEEL ON THE INNER SIDE WILL 
PROVIDE ENTRANCE TO WORK AREAS. THIS WILL REQUIRE 
THAT THE ENTRANCE TO THE ECON/COMM AREA BE RELOCATED 
AND THAT THERE BE NO DOOR TO RECEPTIONIST S DESK. 

4. ESTIMATED COSTS OF THE WORK OUTLINED IN PARA 3 ARE 
CURRENTLY IN US DOLLARS 

(A) MASONRY WALLS - 1,950 

(B) INSTALL 2 DOORS REINFORCED WITH 1/4 INCH STEEL - 650.00 

(C) INSTALL BULLET RESISTANT GLASS AT RECEPTION WINDOW - 1,950.00 

(D) RELOCATE DOUBLE DOORS - ECON/COMM SECTION - 230.00 

(E) CLOSING EXISTING DOOR AT RECEPTION DESK - 390.00 

TOTAL $5,170 REPEAT TOTAL $5,170 

5. ALL ELECTRIC CONTROLS AND RELEASES WILL BE INSTALLED 
BY REGIONAL SECURITY OFICE PERSONNEL. 

6. REQUEST THAT EMBASSY CANBERRA ASAP BE AUTHORIZED FUNDS 
WITH WHICH TO UNDERTAKE THIS ESSENTIAL SECURITY IMPROVEMENT. 

7. RECOMMENDATIONS AS TO SECURITY IMPROVEMENTS AT PERTH, 
BRISBANE AND SYDNEY WILL BE REPORTED IN SEPTELS. HOWEVER, 

FOR DEPARTMENT'S PLANNIG PURPOSES ANTICIPATE COSTS AT 
LATTER POSTS WILL BE COMPARABLE THOSE SHOWN IN PARA 4 ABOVE 
INASMUCH AS EFFORTS WILL BE MADE TO DEVELOP CONTROLLED 
SCREENING AREAS AT EACH CONSULATE. 

PERCIVAL 
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